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1« Ha. of the Eighth Gds Army, located in four-story brick build- 
ings on Am Mar kip la tz, Genpolk BOLDIN, previous CinC of the 
Eighth Gds Army, was allegedly replaced. 

2. 13th AAA Div 

3» 47th Arty Regt 


4. 

5. 


218th Indep Sig Regt 

257th Indep Army Motor Trans Bn 
Organization of the Battalion: 
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a . He ad quar te r s : 


CO; Col KAREENYUK 

C/S : Kaj ILYIN 

Dp ty CO 

(Political) : Maj TELE LYADOV 
Bpty CO 

(Technical):' Capt BYliliKIIJ. 

b. 1st through 3rd Motor Trans Co, each company being orga- 
nized into three motor transport platoons of four sections each 
and one maintenance platoon. Each motor transport platoon has 
36 motor vehicles. 


c. Motor vehicle repair shop company, organized into: 

(1) Motor vehicle repair shop platoon, equipped with 8 mobile 
repair shops of type "A" (minor repair work) and of type "B" 
(major repair work). 
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(2) Fuel end lubricant supply platoon, equipped with P? tank 
trucks and 4 motor vehicles with gasoline and oil drums. 

(3) Spare parts supply room, 

do A.A platoon, equipped with i’our 37- an guns mountod on motor 
vehicles,. 


e. Communication platoon, consisting of telephone, radio and 
motorcycle sections. 

f. Engineer platoon of three squads 

S« Supply platoon, consisting of supply and headquarters sections. 

h. Llcdieal section line lading one physician, one medical atten- 
dant. and four sanitary instructors^ equipped vjith 4 ambulances. 

i. Training company, conducting six-month courses for drivers 
and motor vehicle mechanics, with 12G men per course. The bat- 
talion was equipped with about four hundred motor vehicles of 
Soviet and US make, about 60 percent of which were in storage. 

The battalion received recruits in Liar eh 1949. 
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— Comment } 

In details 


army Hospital 


a, lie of Eighth Sds dray . 


The llq of the Eighth Gds Army is located in JEIHAil, however not 
on Am IJarlct, but, according to numerous credible reports, in the 
Gophien Erankenhaus (hospital) on Ilumboldtstrasse. 

Genpolk BOEDIE was last confirmed as CinC of the Eighth Gds Army 
in ti'xc Fall of 1948. The statement that he was relieved in com- 
mand has to be confirmed. 


b . 13th AAA Div 
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Only tlie Llq and the 1173rd AAA ILegt of the 13th AAA Div have so 
farbeen known to be in ./ElLiAh. The evaluation of HHHHHHHi 
indicates that other component units of the division are 
probably located in JEEA and IIGIiSEBUllG . 


C - 25X1 c 

A 47th Gun Arty degt , listed in wartime records, 

was identified with the Eighth Gds Army in 1944. It is not con- 
sidered impossible that the 47th Gun Arty Regt may still be as- 
signed to the Eighth Gds Army as a llq unit. 

d. 218th Sig iiegt 


A 218th Sig hegt, allegedly assigned to the Eighth Gds Army llq, 
was reported by a source of unknown reliability in the Fall of 
1940. According to Torld Tar II records, the Eighth Gds Army 
included the 91st Sig Eggt (located in TIILE.d in Gent ember 194 


in WEX'.iAii-i'JWiaA by its . It is not believed 

that signal regiments with numerical designations ax 
as "218« exist in the Lioviet array. 
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e * 257 th Kotor grans Bn 

Th^ryRO^^jonfiras the Eighth Gdo Army's 257 th llotor Irano Bn 
and its CG Cel KARPEirYOI (reported as It Col 
L'/ilvPIHIK in 19.40) as being stationed in flliua. ilaj ILYII is 
known to be C/S of the battalion. She reported organization 
of the battalion is considered essentially credible in view 
of previous information and other comparable data. 

f„ Array Hospital was once before identified in 
.AL'IQmR in 194C. Furrnc^HSrorma ti on is requ ired to asce rtain 
whether it is identical to Ililitary Hospital which 25X1 C 0 

is known to be located in the Lutzendorf Kaserne, AEIHAR. 


1 Annex? Standard ' manpower Questionnaire. 
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